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& PARAGRAPH " F” LIMES 2, 3 AND 4 PERTAIN TO AREAS MOT AFFECTED BY 
WEATHER. AREAS OF SOFT FOCUS LEFT AND RIGHT ON FRAMES CAUSED BY FROST. 
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